• Hospital founded 1883. Modem buildings 
and equipment. Capacity 165 beds for the 
care of men, women and children. Approved 
by the American College of Surgeons. Train¬ 
ing School for Nurses accredited by the Ohio 
State Board of Nurse Examiners. Affiliated 
with Toledo Community Chest. 
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